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UNCLASSIFIED 


Message Text 


PAGE 01 BOGOTA 03917 262032Z 
ACTION SNM-05 

INFO OCT-01 ARA-14 ISO-00 DEAE-00 AID-05 /025 W 

061838 270456Z/15 

R261442Z APR78 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 7663 


UNCLAS BOGOTA 3917 


E.O. 11652: N/A 
TAGS: SNAR, CO 

SUBJ: NARCOTICS CONTROL - ELECTRICAL SYSTEM CONVERTERS 
FOR AIRCRAFT 


REF: A. BOGOTA 3202; B. STATE 87326; C. BOGOTA 2831 
D. STATE 093849 


1 . REQUEST S/NM INITIATE PROCUREMENT OF THREE AIRCRAFT 
ELECTRICAL SYSTEM CONVERTERS, DC TO DG, 28 VOLTS INPUT 
TO 14 VOLTS OUTPUT AT 16 AMPERES. FLIGHTRONICS MODEL 
PC-12A AT DOLS. 319 EACH. 


2. MISSION DID NOT SPECIFY OUTPUT OF 1 17 VOLTS AT 60 HERTZ 
FOR THE 28 VOLT DC TO 1 17 VOLT AC CONVERTER. IS THE 
60 HERTZ CONVERTER AVAILABLE? 


3. FUNDS ARE AVAILABLE PRO-AG TQ-05, APPROPRIATION 72-1171022, 
ALLOTMENT 722-50-514-00-69-83 FOR PROCUREMENT OF CONVERTERS. 


4. DOLS. 8200 AVAILABLE PRO-AG TQ-05, APPROPRIATION 
72-1171022 ALLOTMENT 722-50-514-00-69-83 FOR PROCUREMENT 
AVIONICS EQUIPMENT REQUESTED REF. C. 

ASENCIO 
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